SOONER STATE KOURT 

1405 N. Main Street - U. S. Hwy. 66 & 69 
Miami, Olcla. Phone Kl 2-4830 

Elizabeth & Leonard Erdmann, Owners 
"Refrigerated Air-Conditioned" 

Panel Ray Heat.. Tiled Showers or Tub 
Radio & TV Free 

Miami's Most Recommended Motor Kourt 





Pub. by Shedd Brown Mfg. Co., Minneapolis, Minn. 
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